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small tubes with platinum hooks are sealed in. The return
condenser, which serves as an internal cooling apparatus,
is attached to the side; another glass tube sealed in the wall
of the flask (not shown in the figure) serves for admitting air,
or for the passage of other gases for special purposes (see
Fig. 8). This apparatus is particularly adapted for pyrogenic
reactions of high-boiling substances in a partial vacuum. The
substance is placed in the round bulb. Direct heating converts
it into vapor, which, after the air has been removed, is per-
manently in contact with the incandescent wire.